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Recent  Accessions 
AGRICULTURAL  EDUCATION 

TRAMPLING  OUT  THE  VINTAGE  *      Norman,  Univ.  of  Okla.  press, 
12.0  C64 

AGRICULTURAL  MARKETING 


REDUCING  DAMAGE  TO  EGGS  AND  EGG  CASES.      U.S.  DEPT.  AGR.,  MISC.  PUB.  554. 
Washington,  1945.      24  p.  illus.      1  Ag84M 

BEEKEEPING 

PRACTICAL  BEEKEEPING.      N. .0.  AGR.  EXT.  SERV.,  GIRO.  274.      Raleigh,  1945.      24  p. 
275.29  N811 

BIOGRAPHY 

Cattell,  Jaaues.      AMERICAN  MEN  OF  SCIENCE;  A  BIOGRAPHICAL  DIRECTORY.  Lancaster, 
Pa.,  Science  press,  1944.      2033  p.      119  C29  Ed. 7 

BOTANY 

Dorrance,  Anne.      GREEN  CARGOES.      Garden  City,  Doubled* y  Dor an,  1945.      187  p. 
452.9  D73 

"The  story  of  the  transportation  of  se-.^ds  and  plants  from  their  original 
homes  to  the  four  corners  of  the  earth." 

CAMELLIA 

Gerbing,  G.  G.  CAMELLIAS.  ;  St.  Augustine,  Record  press,  1945.  97,31  G31  Ser.2 
"here  is  the  story  of  camellia  selection  and  outdoor  culture  as  seen  by  a 
man  whose  interest  in  these  storied  shrubs,  both  as  hobbyist  and  professional 
grower,  is  so  keen  that  he  has  now  fifteen  Florida  seres  devoted  entirely  to 
them  and  to  azalias.  The  most  outstanding  feature  of  the  book  is  the  series 
of  excellent,  well  displayed  full  color  plates  of  upward  of  100  choice  named 
varieties." — N.Y.  Herald  Tribune. 

COOKERY 


Farmer,  F.  M.      THE  BOSTON  COOKING- SCHOOL  COOK  BOOK.      Boston,  Little,  1945. 
824  p.      389.25  F221B  Ed. 7  1945 
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COOKERY  fCC NT.) 

'  MAKING  VELVA  FRUIT  AT  KO.  B.      U.S.  DEPT.  AO?..,  AIS-SSRIES  No.  Washington, 
1945.      Folder,  illus.      1  Ag34Al 

COUNTRY  LIFE 

Bromfield,  Louis.      PLEAS  INT  VALLEY.      R.I.,  Earner.  104;%      ?00p,      ?1.5  373 

An  anoealing  and  delightful  account  of  this  noted  writer' s  haopy  experiences 
as  ?n  Ohio  fanner. 

"Gathering  the  right  young  nen  about  him,  Bromfield  set  up  something  in  the 

nature  of  a  collective  farm.    Louis  was  to  he  the  State  and  furnish  the  capital. 

Book  publishers  and  Hollywood  "?ere  to  stake  out  their  vicarious  claims  on 

respectability  by  providing  the  wherewithal,    -t  was  the  old  pen  that  was  to 

drive  the  tractor  and  the  plows.    And  it  has  worked,  worked  because  the  highest 

intelligence  was  applied  to  the  problem.    No  gentleman  farmer  this,  no  fancy 

cattle  in  plush  stalls;  it  is  the  elegant  Louis  with  earth  beneath  his 
fingernails  and  an  alert  vision  pounding  away  in  his  head." — N.Y.  Herald  Tribune] 

IB  YOU'R;.  TnlNKING  OF  A  LITTLE  PLAGE  IN  THE  COUNTS  Y.      U.S.  DEPT.  AGE. ,  AI3- 

SEP.IES  No.  14.      Washington,  1945.      1Z  p.      1  Ag84Ai 
McKimraon,  J.  S.      WHEN  WE'RE  GREEN  WE  GROW.      Chapel  Hill,  Univ.  of  N.  C.  press, 

1945.      353  p.      £75.2.  Mel 

Curb-markets  and  canning  clubs:  house-building  and  hat-making,  Virginia 

Reels  and  country  fairs — the  work  and  play,-  the  fun  and  discouragement  of 

farm  life  in  the  South  are  found  in  this  story  of  hose  demonstration  work 

in  North  Carolina. 

"The  first  state  home  demonstration  agent  of  North  Carolina,  in  a  s'-dft- 
running  record,  tells  how  such  work  has  gone  on  in  the  state  since  1911, 
and  gives,  along  with  it,  a  practical,  example  Of  That  people  can  do,  with  the 
right  stimulus  and  support,,  for  themselves  and.  the  community." — N.Y.  Herald 
Tribune. 

CROPS 

Pieters,  A.  J.      THE  LITTLE  BOCX  OF  LESPEDEZA.      Washington,  The  Author,  1934. 
94  p.      50.3  P61 

DYES  &  DYEING 

Leechman,  Douglas.      VEGETABLE  DYES  FRCiC  NORTH  AI.iSF.ICAN  PUNTS.      St.  Paul,  "ebb, 
1945.      55  p.      306  LSI?.  If  45 

He™  to  make  your  own  dy^s  from  fruits,  flowers,  berries,  nuts,  roots,  stalks, 
bark  an"  leaves. 

ECONOMICS 

Blodgett,  K.  K.      COMPARATIVE  ECONOMIC  SYSTE.iS.      N.Y.,  I^acmillan,  194-1.      345  p. 

280  BG2.3C  .  .. 

Brandt,  Karl.      RECONSTRUCTION  OF  WORLD  AGRICULTURE.      N.Y.,  Norton,  1945. 

416  p.      Z8%  B735 

This  book  describes  the  changes  war  has  forced  upon  agriculture  and  outlines 
policies  for  the  era  of  peace.    It  opens  with  a  survey  of  what  happened  to 
world  agriculture  in  th<  first  World  War  and  sho^s  tha  trends  of  the  twenties 
and  thirties. — Book  Jacket. 
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EPFXDIiSra,  INDUSTRIAL 

Hey  el,  Oarl.  '    THE  FOREMAN'S  jiANDEOOK.      K.I.,  N.oGra<?-Kill,  1942.      410  n. 
241'.  3  H51F 

Heyel,  Carl.      Hur.T  TC  CREATE  JOB  U.I. ,  McGra^Eill,  194?.      243  p. 

249.3  H51H 

Samoter,  K.  C.      EOTIOH  STUDY.      N.Y.,  Pitman  pub.  co.,  1941.      15°  p.    249.3  3a 4 

FABRICS 

TESTING  FABRICS  FOR  RESISTANCE  TC  MILDEW  AND  POT.      U.  S.  DEPT.  AGR.,  TECH.  ^UL. 
No.  892.      TTashington,  1945.      22  n.      1  Ag34Te 

FEEDS  m  FEEDING 

INDUSTRIAL  FEEDING  IvIANAGHaENT .      U.  S.  DEPT.  AG?.,  NFC- SERIES  No.  14.  Washing- 
ton, 1945.      46  p.      1  TBSF 

FOOD 

A  FOOD  AND  NUTRITION  PROGRAM  FOR  THE  NATION.      NATL.  PLAN.  ASS'N,  PAMPHLBT  No. 46 

Washington,  1945.      35  t>.      2^0.9  N?1D3 
Ziegler,  P.  T.      THE  MEAT  WE  EAT.      Danville,  111.,  Interstate,  1944.      393  Z6 

FOODS,  FROZE.; 

230.  Raleigh, 
SNRV.,  CIRC.  232. 


FORESTS  &  FORESTS! 

BETTER  EANAGFEiENT  ON  SOUTHERN  COASTAL  FOREST  RANGES.      U.S.  DEFT.  AGR.,  AI3- 
SERIES,  No.  17  v.      Washington,  1945.      7.2  p.      1  A*34A1 

Boerker,  R.  H.  D.      BEHOLD  QUE  GREEN  MANSIONS;  A  BOOK  ABOUT  AMERICAN  FORESTS. 
Chapel  Hill,  Univ.  of  N.  C.  press,  1945.      313  tj.      99.61  B63B 

"Defining  forest  conservation  as  'forest  restoration  for  multiple  use1, 
the  author  noints  out,  exactly  hor-  important  forest",  are  Tor  recreation, 
■water  supnly,  flood  control,  wildlife,  livestock  raising,  agriculture,  and 
the  lumber  industry.    He  tells  what  is  bein?  done  by  federal  and.  state 
governments  and  by  nrivate  owners,  and  sliows  that  it  is  only  a  beginning. *W 
Publisher's  Announcement. 

Butler,  Ovid.      p  ANGER 3  OF  THE  SHIELD.      American  forestry  ass'n,  1935.      270  p. 
99.61  r-97 

A  collection  of  stories  written  by  men  of  the  National  Forests  of  the  West. 
CONJiUNITY  FORESTS  FOP  RURAL  PEOPLE.      U.S.  DEPT.  AGR. ,  LEAF.  ?44.  Washington, 

1945.      &  p.      1  Ag84L 
DON'T  KILL  THE  FOREST  GOOSE.      U.S.  DIPT.  AGR.,  A 1 3- SERIES  No.  \i9  Washington, 

1945.      11  p.  illus*     1  Ag84AI  ' 


FREEZING  FOODS  FOR  THE  HCiE.      N.  C.  AGR.  EXT.  3ERV, ,  GIRO. 

1945.      23  p.      275.99  N3U 
RECOi^ENDATIOkS  FOR  FN EEZEE-LOCNER  PLANTS.      E.G.  AGR."  EXT. 

Raleigh,  1945.      .14  p.      275.29  N811 
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HEALTH 

Winslow,  C.  E.  A.      HEALTH  CARE  FOR  AMERICANS.      PUB,  AFFAIRS  PAMPHLET  Ho.  104. 
N.Y.,  The  Committee,  1945.      280.9  P964 

.  Can  America  afford  good  health  core?      Why  is  our  medical  care  inadequate? 
Is  "State  Medicine"  wholly  bad?    What  kind  of  health  Drogram  do  we  need? 
These  are  some  of  the  questions  discussed  in  this  pamphlet. 

HOME  ECONOMICS 

BRINGING  OUT  THE  NATURAL  BEAUTY-  OF  WOODEN  FURNITURE.      MO.  AGE .  EXT.  SERV.,  CIRC. 

No.  492.      Columbia,  1943.      11  p.      275.29  M69C 
SEWING  TIME  SAVERS.      MASS.  AGR.  EXT.  SERV. ,  LEAF.  255.      Amherst,  1945.      19  p. 

275.29  M381L 

LOG  CABINS 

BUILDING  WITH  LOGS.      U.S.  FOREST  SERVICE.      Washington,  1944.      39  p. 

LUMBERING 

Jenson,  V.  H.      LUMBER  AND  LABOR.      N.Y.,  Farrar  &  Rinehart,  1945.      314  p. 
283  J45. 

American  labor  has  been  on  the  march  in  recent  years.    Its  ultimate 
destination  is  still  somewhat  obscure,  and  the  ^ar — in  the  outcome  of  which 
labor  has  so  much  at  stake — is  critically  affecting  the  speed  and  direction 
of  its  movement.      Dr.  Vernon  H.  Jenson's  volume  is  the  first  full  account 
of  Twentieth  Century  labor  in  a  field  which,  for  all  its  fascination,  has 
been  little  studied.— Book  Jacket.  ■ 

MISSISSIPPI  RIVER  DELTA 

Kane,  H.  T.      DEEP  DELTA  COUNTRY.      N.Y.,  Duell,  1944.      283  d.      138  K13 

"Drawing -on  a  background  rich  in  folklore,  anecdotes,  and  colorful  detail, 
on  the  hydraulics  and  physics  of  the  Father  of  Waters,  and  on  files  of 
historical  quarterlies  and  engineering  reports,  the  autiior  records  the  way 
the  dominant  Mississippi  River,  the  land,  the  crops — chiefly  rice  and  sugar- 
cane— great  industries,  great  plantations,  and  little  towns  have  come  and 
gone  through  the  years  as  land  and  water  have  changed.    With  the  warmth  and 
depth  that  the  subject  deserved,  he  manages  to  instill  in  his  readers  an 
appreciation  of  both  past  and  present  events,  places,  and  people,  in  a 
setting  unique  in  terrain  and  growing  things  which  he  terms  'paradise 
incomplete' — Land  Policy  Preview. 

NEGROES 

THE  NEGRO  FaRM •  FAMILY  aOVES  AHEAD.      N.C.  ~GR.  EXT.  SERV. ,  CIRC.  281.  Raleigh, 
1945.      275.29  N811 

OUTDOOR  LIFE 


Jaeger,  Ellsworth.      WILDW00D  WISDOM,      N.Y. ,  Macmlllan,  1945.      409.5  J17 
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PECAN S— DISEASES  &  PESTS 

BISECTS  AND  DISEASES  OF  THE  PECAN  IN  FLORIDA.      FLA.  AGE.  EXP.  3TA. ,  BUL.  411. 
Gainesville,  1945.      12  p.      100  F66S 

PHOTOGRAPHY,  AERIAL 

Church,  E.  F.      ELEMENTS  OF  AERIAL  PHOTOGRAIftiETRY,      Syracuse,  N.Y.,  Syracuse 
Urxiv.  press,  1944.      93  p.      325.2  047 

PLOWS  &  PLOWING 

PLOWING  WITH  MOLDBOARD  PLOWS.      U.S.  DEPT.  AGE.,  FARM*  3UL.  1690.  Washington, 
1945.      1  Ag84F 

POSTWAR  PROBLEMS 

FARMS  LOOK  AT  POST-WAR  PROSPECTS,      U.S.  DEPT.  AGR. ,  AIS-SERIES  No.  20. 

Washington,  1945.      20  p.      1  Ag84Ai 
WHAT  PEACE  CAN  .Mil  TO  AMERICAN  FARMERS,      U.S.  DEPT.  AGP.,  MISC.  PUB.  '562. 

Washington,  1945.      ?8  d.      1  Ag84M 

POULTRY 

LAYING  "FLOCK  MANAGEMENT.      N.C.  AG?.  EXT.  SERV. ,  CII:C.  ?7f;.      Raleigh,  1945. 
11  p.      ?75.29  N811 

POULTRY  HOUSES  AND  EQUIPMENT.      FLA.  AG? .  EXT.  3E?W.,  BUL.  126.  Gainesville, 
1945.      44  p.      275.29  F66 

QUOTATIONS 

Stevenson,  B.  E.      THE  HOME  BOOK  OF  QUOTATIONS,  CLASSICAL  AND  MODERN,  Phila- 
delphia, Blakiston,  1944.      2611  p.      ?.in  St4  Ed. 4 

SEEDS 

SEED  INSPECTION.      MASS.  AGR.  EXP.  3TA. ,  BUL.  123.      Amherst,  1944.      41  p. 
100  M38H 

SOILS 

Barrett,  T.  J.      EARTHWORMS.     Roscoe,  Ca?J.f.      Earthaaster  pub.,  1944.      32  p. 

436  B27?E  1944 

The  earthraaster  system  for  the  intensive  propagation  '^nd  use  of  domesti- 
cated earthworms  in  biological  soil-building  for  agriculture,  horticulture, 
orcharding,  nursery  and  home  gardening,  and  for  allied  vocations  and 
avocations. — Title. 

STORAGE  BATTERIES 

Vinal,    G.  W.      STORAGE  BATTERIES.      N.Y.,  Wiley,  1945.      464  o.      335  V73  Ed. 3 
A  general  treatise  on  the  physics  and  chemistry  of  secondary  batteries 
and  their  engineering  appli cations. 
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TECHNOLOGY 

HIsook,  G,  D.      HE" LEY '  S  T^E:tT:ETH  CENTURY  'TOK  0?  FCR'.'ULAS,  PROCESSES  A"D  T7l.CE 
SECRET  St      il.Y.,  Heftley  pub.  cc,  1944  .      86o  d.      388  H62 

A  valuable  reference  book  for  the  home,  factory,  office  laboratory,  and 
the  workshop  containing  ten  thousand  selected  household,  workshop  and 
scientific  formulas,  trade  secrets,  chemical  recipes,  processed  *nd  money 
saving  ideas  for  both  the  amateur  and  professional  worker, — Sub-title. 

TOOLS 

HAiiD  TOOLS,  THEIR  CORRECT  USAGE  A.^D  CARE.      Gen  ral  Motors  Corporation, 
Detroit,  51  p. 

"This  booklet  was  prepared  and  issued  to  members  of  hhe  Armed  Forces  through 
the  courtesy  of  the  Training  Service  Section,  General  Motors  War  Products. — 
Title  page. 

WOOD 

Tiemann,  H.  D.      VJCOD  TICHU0L0GY,  COhSTITUTIOb,  PROPiETIES,  AND  USES.  E.Y., 
Pitman,  1944.      99.79  T^4  Ed. 2 

ZOOLOGY 

Loveridge,  Arthur.      MAJ.IY  HAPPY  DAYS  I'VE  SQUANDERED,      U.Y.,  Harper,  1944. 
278  p.     -120  L94  Ed. S 

Adventures  of  a  naturalist  vho.se  life  h?>s  been  ''one  long  holiday." 


